COPY 


Xi 

DIR 13381 

TO: SPRAY INFO: SBRLN CITE: DIR 

CADORY FINANCE BC CAS SOCK 

RE: A. FRAN 7133 (IN 43418) 

B. FRAN 4860 (IN 24963) 

1. AUTHORIZE DII C 3 ALLOTMENT ZRCAHDY REQUESTED PARA 1 REF A FOR 
JULY ONLY. 

2. $ t d FY 54 BUDGET ALREADY SUBMITTED BASED ON PARA 1G REF B. WILL 

REVIEW EBGA 5786 AND ADVISE WHETHER BUDGET CAN BE INCREASED TO $ C- 31 
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